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How Neogard 
_ helpe 

a printing company 

avoid red ink. 


*The new roof sealed up a very loose 
structure. There were a lot of energy 
and water leaks before our new Neogard 
roof was put on. In fact, the first summer 
after it was applied, we noticed our 
air conditioners were running ata 
much easier pace.” 

—Bill Davis, Maintenance Supervisor 
Williamson Printing, Dallas, Texas. 





Williamson Printing Company 
had some big overhead costs: 
the roof. Not only was water 
leakage damaging paper 
stock, it often caused them to 
stop the presses during rain- 
storms. In addition, energy loss 
was high and continued despite 
a new roof in 1972. 

The problem? Vast areas of 
roof that made conventional 
roofing methods impossible, 
plus a row of skylights that cov- 
ered almost the length of the 
building. 

The answer? Neogard. With- 
out causing a minute of down- 
time, Neogard was able to solve 
Williamson's roofing problems. 

Neogard’s high performance 
roofing and waterproofing sys- 


6900 Maple Avenue P.O. Box 35288 Dallas, Texas 75235 (214) 353-1689 





tem has solved problems like 
Williamson’s for over 25 years. 
And we have over 50 years of 
experience in pioneering and 
developing coating technology. 
And the application is handled 
by licensed applicators. Trained 
professionals like ourselves 
make sure our customers get 
the best possible job. So you 
get the best product and the 
best application. 

Before you lose money to 
water coming in, or energy dol- 
lars going out, call Neogard. 
You'll have the best name, the 
best products 
and best contrac- 


tors working for 
you. Call Neogard 
today. f 


THE NEOGARD CORPORATION 








For more data, circle No. 143 on inquiry card 
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